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All Applications Must be Filled Out hi' Applicant 

■ ' W 'fUtdSANDSl 



SPECIFICATIONS 
1*4 eih*» dew nut} »tm b« filed 



BOARD Of PUBLIC WORKS 

i DEPARTME NT OF BUILDINGS 

Application for the Erection of Buildings 

jfcfl CLASS H ^^^(^-^^Cf^.'^^ 

of.PubAo We • 



Werki of tit* City or Lot Arjaeleei 

itpy made to Ui* Iloe.nL at Pubfto Workt ol the City 6( &m AAteloe, Urouih th* office of the Chltf Iwpeetor pi 

, ....... .... .... .. .... ..... ... ...... . ^, 



Bundlnit. for s buUdlm permit In aceotdenoe vltl) the deterlptton and tor tht Jnirpot* hereinafter »t forth. Till* applhmtlon , la mad* 
•BWtct to the^follewtaa; conajtioni, TThleh an hereby ami) to bar th* undortiftiod applioant and Which, ebau tie deemed oordlHont *nt*rtnc 
to t^^oxtrc^ot tka pnmit, M t »rant any rl»ht or priyilesri to traot any buildlna-.er other *tnitture therein dtterleid. or any 
portion thareof. upas any afrtat aBty, or other publls plaoa or portion thereof. ; 

■ aieondl That th* permit ooea not (rant any right or privilege to uat any tralldlnc or other etructuro theraln duodbtd, or any 
portion thereof, for 1 any ptrrpe** that la. Or may hereafter be prohibited by ordinance of the City or Lo* ArufolM. ■ • 

Thlrdi Thut the iranilnc of tot permit dooe not altmt or prejudice an/ claim of title to, or right of poaawelon ln> the property 
dttorlDid In tueh permit. . — 

T Lot I'^/iL^L^. „...,.^.,.J8le C L^ > . . 



NORTH 
.. ANNEX 
1,1 FWJOR 
CITY CtftRK, 
PLEASE 
VBBJPY 



•*»jr>»^y" 



.. .„..:^M. B, >agc.;.J.ZZ^..JF. B,Page.. 




LKE T£» 

KWTH 
. . ANNEX 
. "JNOINEBR 



Plitrict No,.... 

Ndu-^.^?.<?.-^,„ i»S^!lrtB^S^l: • — , .^-.Street 

• " . ' fljeeatton of Job! 7 *y . • > 

Purpose of Building..,. / t.»./,../<C" *^-''- ••••• ••.•••••■•■••No- of Rooms....... ;..No, of Fnrni!ie«...~ 




4. 

5. 
6. 
7, 
6. 
9- 

io, 
ii, 

12. 
13. 
H. 
15. 



Phone...- 



..-.Phone../^,^^ 

............^.i—PhonB..... 



••tiMatnMwwtiW ■ 



Owner's addxcw....« 
. A^teetViievm^ 

fcontrttctDra narne...L-/^tf.7^.„..«.-.^v^«.7t.. 

'• - J '•. '. • • V v .■ 
Contractor'* addrew..... — "•••■»+•*•• — ■f-.^- 

,V ,rioelttdtn'« PKtmlilnr, OaeFltUnf. S»*er»,l 
i ' A Coapoal j, Dlavatorl, Palntluf, I'lnlthlrif , V 
. , ■ Wtor, ote. , ■/>'■ "' 

Any otWWldiAga' on'Jqtat present? „./^.;^,,„..*,How u»ed)„.,..^.v^^^fnsww!i 

Ske/of propoifa.buH&h^ of lot.._„. w „/J^^.-.^....x 

Number of «t«j« In heighten. Height to Klghcsii; pai^.,.^i$M..„. : /^Kp^. M ^ u ^.^ 



TOTAL VAtiUATION OF BUILDING^ ^^^^^^irft-W} LXZ&J.^..***.. 



I^MMMuHt^r* ' 



Mttor'wl if feu^ihttaL^^j!&^ «6il.,. i .;..^^.jffi<^fL,; , 

Material of exterlox Yn^-^a|/^^^^ 



•t(tf*4e*M ••eiwtt * < 



Material of ^erior towtruetiori..,.„_ v <^.Z/i«i^„ 

Material fit U^^^^^^p ^ ' ^ J . J .i .i ^li^^lX^^J?:.; L-^.,^,:;^ ., 

Material of *c*k»i*jfe^ 

I fi»vo carefully esirnlned and read the" »l>6v« ttRBljca&on^and know the »ame i» true and correct, and 

... — . . J J... If . ..umU ti tl»^ bll «.£ .1. — n ....T. _ I . I. . U . .rl J .' .1." ... Ml 1 



hereby certify and bgfe/ if a permit is istued, that all of the 
complied with) whelhcf herein «pec!fied or not; alio certify l 
conform to all of thewoyUloni ^f-the Buildlne Ordinancei ani 



of the_ Building Ordinance* will be 
ipecificotlont herewith filed 
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FOR DEPARTMENT USE ONLY 



APPLICATION 


. , p. k,. (/JCs. Or^Zjp^y 


CONSTRUCTION 




ZONING 




Set-back line 




ORD. 33761 (N. S.) 


O.K. (14 >, ■ l 


FIRE DISTRICT 


O.K, ^vih^' 







> 



REM A RKS 



v .''$.i r J > X^..:. < l:J..:t^...... 



...t t V.«...,.«- t ../. ......it.. 
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